
PIQUA brand 


C GRADE SHOVELS, SPADES, SCOOPS 


STEEL BANDED 
MOLY D HANDLE 


BACK 


CLOSED 


Wood’s Moly D handle is wide and 
comfortable, and stronger than 
ordinary handles. Won’t work 
loose or split. ^ 


BACK 


PLAIN 


BACK 


OPEN 


The Wood 


FORM NO. C 112 LITHO IN U.S.A. 


(fmuittuiv 


PIQUA 





















PIQUA brand. ..C GRADE shovels 


ROLLED SHOULDERS 


ROLLED SHOULDERS 


r 15 GA. 
SQUARE POINT 
CLOSED BACK 


15 GA. 

SQUARE POINT 
PLAIN BACK 


P 15 GA. 
SQUARE POINT 
OPEN BACK 


Weight 
Per Doz. 


Weight 
Per Doz. 


Blade 


Blade 


Blade 


2C2CB 2 
2C4CB 4 


02C2 2 

02C4 4 


Replacement Handle No. VCB 


Replacement Handle No. VI 


Replacement Handle No. VTS 


HIGH CARBON STEEL BLADES, HEAT TREATED 


HANDLE SHOVELS 


NO. 1 NORTHERN WHITE ASH HANDLES 


ROLLED SHOULDERS 

w 15 GA. 
ROUND POINT 
CLOSED BACK 


ROLLED SHOULDERS 

15 GA. 

r ROUND POINT 
OPEN BACK 


15 GA. 

ROUND POINT 
PLAIN BACK 


Blade 


Blade 


3C2CB 2 
3C4CB 4 


03C2 2 

03C4 4 


Replacement Handle No. VCB 


Replacement Handle No. VI 


Replacement Handle No. VTS 
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PIQUA brand... C GRADE shovels 




A 






ROLLED SHOULDERS 

15 GA. 

ROUND POINT 
CLOSED BACK 



15 GA. 

ROUND POINT 
PLAIN BACK 


Size 


Blade 


Weight 

Per Doz. No. 



ROLLED SHOULDERS 

15 GA. 

ROUND POINT 
OPEN BACK 


Size 


Blade 


Weight 
Per Doz. 


5C2CB 2 9" xl2" 57 lbs. 5C2 2 9" xl2" 

5C4CB 4 9 3 / 4 "xl3" 63 lbs. 5C4 4 9 3 / 4 "xl3" 


56 lbs. 05C2 2 9" xl2" 55 lbs. 

62 lbs. 05C4 4 9 3 / 4 "xl3" 61 lbs. 


Replacement Handle No. KCB 


Replacement Handle No. K1 


Replacement Handle No. KTS 




HIGH CARBON STEEL BLADES, HEAT TREATED 

HANDLE SHOVELS 



NO. I NORTHERN WHITE ASH HANDLES 

















































PIQUA brand 


C 




GRADE scoops 






p 16 GA. 
WESTERN 
PATTERN 
OPEN BACK 


16 GA. 
EASTERN 
PATTERN 
OPEN BACK 


f 17 GA. 
LIGHTWEIGHT 
GRAIN 


Weight 
Per Doz. 


Weight 
Per Doz. 


Weight 

Per Doz. No. 


Blade 


Blade 


Blade 


C138LWC 8 13 3 / 4 "xl6 3 / 4 " 67 lbs. 
C140LWC 10 14y 2 "xl7 3 / 4 " 70 lbs. 
C142LWC 12 14 3 / 4 "x 18 3 / 4 " 74 lbs. 
C144LWC 14 15y 4 "xl9 3 / 4 " 79 lbs. 
Replacement Handle No. V3 


8 8 14" xl7" 7: 

0 10 14 3 / 4 "x18" 7< 

2 12 15y 2 "xl9" 8( 

4 14 15 3 / 4 "x20" 81 

Replacement Handle No. V3 


Replacement Handle No. V3 


HIGH CARBON STEEL BLADES 


HANDLE SHOVELS AND SCOOPS 


NO. 1 NORTHERN WHITE ASH HANDLES 


f 17 GA. 

THREE-RIB 
OPEN BACK 


f 17 GA. 
CORRUGATED 
COAL 

OPEN BACK 


16 GA. 
SAND OR 
GRAVEL 
OPEN BACK 


Weight 
Per Doz. 


Weight 

Per Doz. No. 


Blade 


Blade 


Blade 


C172TC 2 13y 2 "xl4y 2 " 60 lbs. C172C 2 13y 2 "xl4y 2 " 60 lbs. 

C174TC 4 14y 2 "xl5y 2 " 66 lbs. C174C 4 14y 2 "xl5y 2 " 66 lbs. 


C82RP 2 11 "xl5 


Replacement Handle No. V3 


Replacement Handle No. V3 


Replacement Handle No. V3 


page 906 


IF LONG HANDLES ARE REQUIRED 
PREFIX NUMBER WITH LETTER “L” 






















a TRU BLU tool by WOOD 


Also available with 6', 
10", or 12' handles; or 
with special 18" and 36" 
handle lifts when speci¬ 
fied. 


16 GA. 

ASH PIT 
OPEN BACK 
8' HANDLE 
PARALLEL 
LIFT 

Weight 

Blade Per Doz. 


16 GA. 
HOUSE 
FURNACE 
OPEN BACK 


16 GA. 
HOUSE 
FURNACE 
OPEN BACK 


Weight 
Per Doz. 


LC84L 4 ll 3 / 4 "xl5y 2 
LC140L 10 14 3 / 4 "x18 ,/ 


LC502 2 9 1 / 2 "x 14 // 61 lbs. 


C502 2 


Replacement Handle No. 8AP 


Replacement Handle No. K3 


Replacement Handle No. V3 


HIGH CARBON STEEL BLADES 


NO. 1 GRADE NORTHERN WHITE ASH HANDLES 


This Dairy Barn Scoop is 
of proper design (with 
high sides and high back) 
to fit waste removal 
trough found in approved 
dairy barns. 


16 GA. 
SNOW AND 
GENERAL 
PURPOSE 
OPEN BACK 


1 17 GA. 

DAIRY BARN 
OPEN BACK 


16 GA. SNOW 
AND GENERAL 
PURPOSE 
OPEN BACK 


Weight 
Per Doz. 


Weight 
Per Doz. 


Weight 
Per Doz. 


Blade 


Blade 


Blade 


LC82D 2 10"x 15V 4 " 61 lbs. 

(Long Handle: Replacement No. K3) 

C82D 2 10"x 15'/ 4 " 61 lbs. 


LCSS1 2 liy/'xU 1 /," 62 lbs. 


(38" D Handle: Rep. No. (38") S3) 


Replacement Handle No. K3SS 


Replacement Handle No. V3SS 
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Steel 
Moly D 


Railroad 
Malleable D 


Type E 
Pein D 


West Virginia 
Pein Malleable D 


Rubber Pein 
Malleable D 


Optional D Handles Furnished To Your Order 


REPLACEMENT HANDLES 




For Open and Closed Back Blades 


For Plain Back Blades 



VCB 22 V 2 " Moly D handle for 
closed back shovels and spades. 


VI 30" Moly D handle for plain back 
shovels. 



VTS 28" Moly D handle for open 
back shovels and spades. 



I 



V3 30" Moly D handle for open 
back coal shovels and scoops. 


KCB 43" long handle for closed 
back shovels and spades. 


KTS 48" long handle for open back 
shovels and spades. 


K3 48" long handle for open back 
coal shovels and scoops. 



V2 30" Moly D handle for plain back 
spades. 

Note: Replacement handles for Piqua brand 
closed back and open back blades are furnished 
without steel I-Beam reinforcement as standard. 


Always order correct replace¬ 
ment handle by catalog num¬ 
ber. The wrong handle will spoil 
the balance of the tool. 



K1 54" long handle for plain back shovels. 


K2 54" long handle for plain back spades. 



THE WOOD SHOVEL & TOOL COMPANY, PIQUA, OHIO 


















































































